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HARYANA GOVT GAZ., AUGUST 3, 1971 (SRVN . 12 , 1893 SAKA ) 


I PART 1 


The 22nd July , 1971 


No DOL /HR /71/11517.- The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 23rd July , 1971 : 


(i) Smt. Sharda Malik , c /o Shri G. D. Malik , Secretary to Governor, Haryana, Chandigarh . 


(i ) Shri Joginder Pal, Research Officer , Economic & Statistical Department, Haryana , 

Chandigarh . 


The 23rd July, 1971 


No. DOL/HR /71 /11577 .-- The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 24th July, 1971 : 


(1) Smt. Rama Gupta , c /o Shri J. D. Gupta , Deputy Commissioner, Chandigarh . 
(ii) Shri Manmohan Singh, Finance Secretary, Union Territory Administration , Chandigarh . 


The 24th July, 1971 


No. DOL /HR /71/11604. - The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 25th July , 1971 : - 


(i) Shri J. D. Gupta, Deputy Commissioner, Union Territory Administration , Chandigarh . 
( ii ) Mrs. Manmohan Singh , c /o Shri Manmohan Singh , Secretary Finance , Union Territory 

Administration , Chandigarh . 


The 25th July , 1971 


No. DOL /HR /71/11632. — The Governor of Haryana is pleased to select the following persons as 
Judges for the supervision of the Daily Draw to be held on 26th July, 1971 : 


(i) Shri A. L. Katyal, Deputy Economic & Statistical Adviser to Government, Haryana, Chandigar 
(ii) Dr. S. S. Gupta , Deputy Director, Education , Haryana, Chandigarh . 

The 26th July, 1971 


No. DOL /HR /71 / 11692.- The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 27th July , 1971 : - 

(1) Smt. S. L. Kade, Deputy Director , Industrial Training Department , Haryana, Chandigarh . 
( ii ) Shri Kedar Nath , Research Officer, Economic & Statistical Department, Haryana, 

Chandigarh 


The 27th July , 1971 
No. DOL /HR/71 / 11755 . --The Governor of Haryana is pleased to select the following persons 
as Judges for the supervision of the Daily Draw to be held on 28th July, 1971 : 

(i) Shri A. C. Kohli, 

Deputy Director, Industries , 

Haryana , Chandigarh . 
( it) Shri M. L. Nagpal, 

Research Officer , 
Eeonomic & Statistical Department, 

Haryana , Chandigarh . 
( iii ) Shri C. P. Budhiraja , 

Research Officer , 
Economic & Statistical Department , 
Haryana , Chandigarh . 


